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Components of fi lm originally examined: 

Menu: Play Movie 

Chaptering 
Also Available 
Photogallery 
Website Notice 
Extra Behind The Scenes 


Feature: 

Sinners No Doctor, Yes Doctor 

Running Time: 

70.31 

Other Timed 
Components: 

Under Construction 

Running Time: 

2.46 


Boxing Babes 


2.32 


Extra Behind The Scenes 


43.53 

Other 

Components: 

Copyright Warning / AVN Production / Age 
Compliance Notices 

Total Running T ime: 

119.42 
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Excis ion/A Iteration: 


Excisions Recommended But Not Made. 


Reason(s) for Excision: 

The Distributor has declined to make four excisions to the DVD to remove images that 
involve the use of a medical instrument for sexual purposes. These images represent 
sexual conduct of a highly degrading and demeaning nature that degrades and 
demeans the female participants to a significant extent and degree. The availability of 
the DVD without the recommended excisions is likely to be injurious to the public good, 
therefore the publication is classified as objectionable. 


Classification Decision: 

The part or parts of the film for excision have not been excised from the publication. 
Therefore, the film is classified as Objectionable. 

If the part or parts of the film specified are excised from the film the publication is 
classified as Objectionable except if the availability of the publication is restricted 
to persons who have attained the age of 18 years. 


Display Conditions: 

Not Applicable. 


Descriptive Note: 

Not Applicable. 


Direction to issue a label has not been given: 


SUMMARY OF THE REASONS FOR DECISION: 

The DVD entitled Sinners No Doctor, Yes Doctor is classified as: 

Objectionable. 

This classification is due to the distributor refusing to make four excisions to the DVD. 
These excisions are required to remove images that involve the use of a medical 
instrument for a purpose for which it was not intended, namely the use of a speculum 
during sexual activity. These images sexualise and trivialise the use of a medical 
instrument that is commonly used in procedures of an intrusive nature for women. The 
speculum is used to distend a woman's vagina while the camera zooms to an 
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extremely close-focus view of the woman's vaginal canal. Women are presented as 
mere sexual utilities by this extreme focus on their genitals. By presenting these 
images, in this manner, expressly for the purposes of spectacle and sexual arousal, 
the DVD represents sexual conduct of a highly degrading and demeaning nature that 
degrades and demeans the female participants to a significant extent and degree. 

The availability of the DVD without the recommended excisions is likely to be injurious 
to the public good, therefore the publication is classified as objectionable. While the 
classification is a restriction on the rights and freedoms set out in si4 of the New 
Zealand Bill of Rights Act 1990, it is a reasonable and demonstrably justified restriction 
in this instance to prevent likely injury to the public good. 
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